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MEMORANDUM FOR: Chief, Systems Analysis Branch, EO/OL 
FROM: r 

Chief, Budget and Fiscal Branch, EO/OL 
SUBJECT: Automated MPA System 


1. As a result of a meeting between the undersigned and 
Chief, SAB and subsequent discussions with Chief, SMB and DCB, 
the following areas of responsibility for an automated MPA 
System have been agreed upon; 


a. The Budget and Fiscal Branch, EO/OL, will be 
responsible for the overall management, c ontrol and use 
of the system including program changes. 
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will be the Data Base Manager for the MPA system 


b. The Data Control Branch, SD/OL, will be 
responsible for system operation, including system 
documentation, updates, reports and maintenance. 

2. The current requirement is for monthly reports with 
distribution to B§FB, SMB and DCB. 


3. 


It i s requested that SAB brief 

| of DCB on the system operation. 


and 


cc: C/SMB/SD/OL 
C/DCB/SD/OL 
EO/OL 

Dist: 

Orig - Addressee 

J: - B^FB/EO/OL (official) 
1 - B§FB/EO/OL (chrono) 
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